apiVersion: tekton.dev/v1beta1
kind: Task
metadata:
  name: pre-tasks
  namespace: assisted-installer-pipeline
spec:
  params:
    - name: datacenter
      type: string
      description: datacenter
      default: ''
    - name: infra-env
      type: string
      description: infraenv
      default: ''
    - name: rack-ns
      type: string
      description: 'namespace of rackwars'
      default: ''
    - name: pipeline-name
      type: string
      description: 'name of the pipeline'
      default: ''
    - name: openshiftVersion
      type: string
      description: 'The version of OpenShift to use'
      default: '4.12.22'  # Assuming this is the default version you want to set
  results:
    - name: REVISION
      description: 'ocp.neptune branch to clone'
    - name: DATACENTER
      description: 'datacenter param for GIT requests'
    - name: OVERLAYS
      description: 'overlay path'
  steps:
    - name: pre-tasks
      image: docker-enterprise.dev.artifactoryrepository.citygroup.net/cate-citysystems-openshift/openshift4
      script: |
        #!/bin/bash
        infra_env=$(params.infra-env)
        data_center=$(params.datacenter)
        RACK_NS=$(params.rack-ns)
        pipeline_name=$(params.pipeline-name)
        openshift_version=$(params.openshiftVersion)

        # List of valid OpenShift versions
        VALID_VERSIONS=("4.12.22" "4.11.18" "4.10.9") # Add all valid versions here

        if [[ ! " ${VALID_VERSIONS[@]} " =~ " ${openshift_version} " ]]; then
          echo "ERROR: Invalid OpenShift version: ${openshift_version}"
          exit 1
        fi

        # ... rest of the script ...
